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1. Reference is made to Contract vo. ME enterca 
into between the parties hereto effective for the period 
10 Jamary 1957 through 3 dune 1957. 


2. Pursuant to the provisions of SECTION C - PERIOD oF 
PERFORMANCE, this contract is extended for the period 1 July 
oo? througn 7 Auguet 1957. 


3. Paragraph 3 of SECTION B - CONSIDERATION AND PAYMENT 
is deleted in its entirety and the following is substituted 
therefor: | 


"3, Ae of this date there has been allotted for 
certain periods the following amounts: 


25X1A1a for the period 10 Jan 1957 through % Jume 1957 
for the period 1 July 1957 through 7 Aug. 1957 


The total amount payable to the Contractor for 
each period shall not exceed these authorisations." 


hk, All other terms and provisions remain unchanged. 


5. Please indicate your receipt of this Amendment No. 1 
to Contract No. [J ead your acceptance thereof by executing 
the Return 


original and one copy thereof to the undersigned and retain the 
remaining copy for your files. 


Very truly yours, 
THE UNITED STATES OF AMERICA 


ACKNOWLEDGED AND ACCEPTED 
TS BAY OF July» 
ENENAL PRECISION LADC ontract: er 
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